EVAPORATION.

ties to the two pipes ; then some water was poured on
to sadden the earth, and as much of it as would was
suffered to run through without notice, by which the
earth might be considered as saturated with water. For
some weeks the soil was kept above the level of the up-
per pipe, but latterly it was constantly a little below it^
*which precluded any water running off through it. For
the first year the soil at top was bare; but for the two
Jast years it was covered with grass the same as, any
green field. Things being thus circumstanced, a regu-
lar register was kept of the quantity 6f rain-water that
ran off from the surface of the earth through the upper
pipe (whilst that took place), and also of the quantity
of that which sunk down through the three feet of earth*
and ran out through the lower pipe, A rain-gauge of
the same diameter was kept close by to find the quan-
tity of rain for any corresponding time. /The weighs
of the water which ran through the pipes being sub-
tracted from the water in the rain-gauge, the remainder
was considered as the weignt of the water evaporated
from the earth in the vessel. The following TABLE
exhibits the mean annual result of these experiments *-
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